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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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FOREWORD 

This Indian ^Standard was adopted by the Bureau of Indian Standards on 15 March 1989, after 
the draft finalized by the Foundation and Substructure Sectional Committee had been approved 
by the Civil Engineering Division Council. 

Grouting plays an important role in the control of seepage in foundations and earth structures 
depending on the type of structure and the nature of foundation strata. Bentonite is now 
extensively used as a grouting material because of its properties of swelling and thixotropy. It 
was, therefore, felt that a specification for bentonite used as a grouting material is needed. This 
specification covers bentonite which becomes permanent element of the structure and does not 
include applications, such as drilling mud used as constructional aid. 

0»3 For the purpose of deciding whether a particular requirement of this standard is complied 
with, the final value, observed or calculated, expressing the result of a measurement shall be 
rounded off in accordance with IS 2 : 1960 *Rules for rounding off numerical values {revised)\ 
The number of significant places retained in the rounded off value should be the same as that 
of the specified value in this standard. 
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WORKS — SPECIFICATION 



1 SCOPE 

This standard prescribes the requirements and 
the methods of sampling for bentonite used as 
grouting material. 

2 REFERENCES 

The following Indian Standards are necessary 
adjuncts to this standard: 



IS No. 
2720 
Part 4 : 1986 

Part 5 : 1985 

Part 26 : 1987 

Part 40 : 1975 

2809 : 1972 

4905 : 1968 



Title 

Methods of test for soils 

Grain size analysis {second 
revision ) 

Determination of liquid and 
plastic limits ( second revision ) 

Determination o£ pH value 
( second revision ) 

Determination of free swell 
index of soils 

Glossary of terms and 
symbols relating to soil 
engineering (first revision ) 

Methods for random sampl- 
ing. 



3 TERMINOLOGY 

3.0 For the purpose of this standard, the defini- 
tions of terms as laid down in IS 2809 : 1972 
shall apply. 

3.1 Thixotropy 

It is the property of certain clays by virtue of 
which they regain, on standing for a short time, 
a part of the original strength lost due to 
remoulding, at unaltered moisture content. 

4 GRADES 

Bentonite shall be of two grades, namely, high 
grade ( HG ) which is sodium based, and low 
grade ( LG ) which is calcium based ( see Table 1 ) . 

5 REQUIREMENTS 
5,1 General 

The material shall be in the form of a very fine. 



palebuff, grey to light grey or cream coloured 
powder, free from dirt and other foreign 
matter. 

5.2 Physical and Chemical 

The material, when tested according to the 
methods indicated in Table 1, shall comply with 
the requirements specified in col 3 and col 4 of 
Table 1. 

6 PACKING 

For large scale bulk supplies, the material shall 
be packed in closed wagons. For smaller pack- 
ing, the material shall be packed in jute bags. 
The bags shall be in good condition at the time 
of inspection. 

7 MARKING 

7.1 The packages shall be marked legibly and 
indelibly with the following information: 

a) Name and grade of the material; 

b) Weight of the material in the package; 

c) Manufacturer's name and/or his recogni- 
zed trade-mark, if any; 

d) Lot number to enable the batch of pack- 
ing to be traced from records; and 

e) The number of bags ( net mass ) to the 
tonne or approximate net mass. 

7.2 The packages may also be marked with the 
Standard Mark. 

8 SAMPLING 

The method of drawing representative samples 
of the material from a lot, number of tests to 
be performed and the method of finding the 
criteria for conformity of the material to the 
requirements of this specification shall be as 
prescribed in Annex A. 
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Table 1 Requirements of Bentonite for use as Grouting Material 

( Clauses 4.1 and 4.2 ) 



SI 
No 


Characteristic 


Requirements for 




Method o£ Test, 
Reference 




High 
Grade 




— "> 

Low 
Grade 


1. 


PH 


8*0 to 10'5 




> 7-5 


IS :2720 (Part26)-1987 


2. 


Liquid limit 


> 300 % 




> 100 % 


IS : 2720 ( Part 5 )-1985 


3. 


Swelling by volume 


10 to 12 times 
original volume 




4 to 6 time 
original volume 


IS:2720 (Part40)-1977 



Fineness by wet sieving 
and wet mechanical 
analysis: 

Cumulative percentage 
by weight of all parti- 
cles finer than size 
stated under 

0*002 mm 
0*2 mm 
2*0 mm 



IS: 2720(Part4)-1986 



> 85*0 

> 99-9 
100*0 



> 60*0 



ANNEX A 
( Clause 8 ) 

SAMPLING OF BENTONITE 



A-1 GENERAL REQUIREMENTS OF 
SAMPLING 

A-1.0 In drawing, storing, preparing and hand- 
ling test samples, the following precautions shall 
be observed. 

A-Ll Samples shall not be taken at a place 
exposed to weather. 

A-1.2 Precautions shall be taken to protect the 
samples, sampling implement and the sampling 
container from accidental contamination. 

A~L3 To draw a representative sample, the 
contents of a each container selected for sampl- 
ing shall be mixed thoroughly by suitable 
means. 

A-L4 Each sample container shall be sealed 
air-tight after filling and marked with full 
details of sampling. 

A-2 SAMPLING FROM BULK 
CONSIGNMENT 

A-2.1 Lot 

The quantity of bentonite in each individual 
heap or wagon shall constitute a lot. Samples 
shall be tested from each lot for ascertaining 
the conformity of the material in the lot to 



the requirements of this specification. 

A-2.2 From each lot, about 10 kg of bentonite 
shall be sampled by taking not less than five 
increments from different portions of the con- 
signment. 

A-2c3 Wherever possible the increments are to 
be collected at regular intervals when the 
material is loaded into or unloaded from trucks 
or wagons. In all the cases, it is necessary to 
scrap off" the top 10 cm to remove the contami- 
nated layer by means of a scoop. Wherever it 
is not possible to collect samples during load- 
ing or unloading, increments shall be collected 
from the collected from the front, centre and 
rear of each truck or wagon from varying 
depth of less than 15 cm from the surface of the 
material. 

A-2.4 Preparation of Test Samples 

After collecting about 10 kg of bentonite as 
described in A-2.3, spread out the material on 
an even, clean and hard surface, flatten it out 
and scoop the mass together into a cone. 
Flatten the heap again and take the sample by 
removing two diagonally opposite quadrants 
with the scoop. To this collected material, add 
some from the middle of each of the remaining 
quadrants and aga;in form the material into a 
cone. Repeat this process of coning and quar- 
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tering till 1 kg of the material is left. This shall 
be called the composite sample. 

A-3 SAMPLING FROM PACKAGES 

A-3.1 Ail the packages in a sample consignment 
of t>entonite of the same grade drawn from a 
single source shall constitute a lot. 

A-3»2 The number of packages (n) to be selected 
from the lot shall depend upon the size of the 
lot (jV) and shall be in accordance with 
Table 2. 

Table 2 Number of Packages to be 
Selected for Saiiipliii]g 



No. of Packages 
to be Selected 



(2) 

3 

4 
5 
6 
8 



A-3.3 These packages shall be selected at 
random from the lot and in order to ensure the 
randomness of selection, random number tables 
shall be used ( see IS 4905 : 1968 ). In case such 
tables are not available the following procedure 
may be adopted: 

Starting from any package, count the 



Lot Size 


M 


(1) 


Up to 25 


26 to 50 


51 to 100 


101 to 200 


200 and above 



packages in one order as 1, 2, 3 ... upto r and 
so on where r is the integral part of jV//? ( N a.nd 
n being the lot size and sample size, respec- 
tively). Every rth package thus counted shall 
be withdrawn to form the sample. 

A-3.4 Preparation of Test Samples 

A-3.4.1 From each of the package selected 
according to A-3.3, a portion of the material, 
about 400 g, shall be drawn with the help of a 
sampling implement. 

A-3.4.2 Out of the portions from each package, 
equal quantities of bentonite shall be taken and 
mixed thoroughly to form a composite sample 
of about I kg. This composite sam.ple shall be 
divided into three equal parts, one for the 
purchaser, another for the supplier and the 
third for reference. These three parts shall be 
kept in separate containers which shall then 
be closed and labelled with full identification 
and particulars. 

A-4 NUMBER OF TESTS AND CRITERIA 
FOR CONFORMITY 

A-4,1 These for the determination of all the 
characteristics given in 5 shall be calculated on 
the composite sample. 

A-4,2 The lot shall be considered as conforming 
to the specification if all the test results satisfy 
the corresponding requirements given in 
Table L 



Standard Mark 

The use of the Standard Mark is governed by the provisions of the Bureau of Indian 
Standards Act, 1986 and the Rules and Regulations made thereunder. The Standard Mark 
on products covered by an Indian Standard conveys the assurance that they have been 
produced to comply with the requirements of the standard under a well defined system of 
inspection, testing and quality control which is devised and supervised by BIS and 
operated by the producer. Standard marked products are also continuously checked by 
BIS for conformity to that standard as a further safeguard. Details of conditions under 
which a licence for the use of the Standard Mark may be granted to manufacturers or 
producers may be obtained from the Bureau of Indian Standards. 



Bureau of Indian Standards 

BIS is a statutory institution established under the Bureau of Indian Standards Act^ 1986 to promote 
harmonious development of the activities of standardization, marking and quality certification 
of good$ and attending to connected matters in the country. 

Copyr^ht 

BiS has'the copyright of all its publications. No part of these publications may be reproduced in 
any form without the prior permission in writing of BIS. This does not preclude the free use, in 
the-^feoui*se of implementing the standard, of necessary details, such as symbols and sizes, type or 
grade dfesignations. Enquiries relating to copyright be addressed to the Director ( Publications ), 
BIS. 

Revision of Indian Standards 

Indian Standards are reviewed periodically and revised, when necessary and amendments, if any, 
are issued from time to time. Users of Indian Standards should ascertain that they are in 
possession of the latest amendments or edition. Comments on this Indian Standard may be sent 
to BIS giving the following reference: 

Doc : No. BDG 52 ( 4040 ) 



Amendments Issued Since Publication 

Amend No, Date of Issue Text Affected 



BUREAU OF INDIAN STANDARDS 

Headquarters: . * 

Manak Bhavan, 9 Bahadur Shah Zafar Marg, New Delhi 110002 

Telephones : 331 01 31, 331 13 75 Telegrams : Manaksansth^ 

( Common to all Offices) 

Regional Offices : 

Central : Manak Bhavan, 9 Bahadur Shah Zafar Marg r331 01 31 

NEW DELHI 110002 1331 13 75 

Eastern : 1/14 G.I.T. Scheme VII M, V.I.P. Road, Maniktola 

CALCUTTA 700054 36 24 99 



Northern : SCO 445-446, Sector 35-C, CHANDIGARH 160036 | 



2 18 43 

3 16 41 



f41 24 42 
\ 41 



Southern : C.LT. Campus, IV Cross Road, MADRAS 600113 ^ 41 25 19 

L^l 29 16 

Western : Manakalaya, E9 MIDC, Marol, Andheri (East) 

BOMBAY 400093 6 32 92 95 

Branches : AHMADABAD. BANGALORE. BHOPAL. BHUBANESHWAR. 
GUWAHATI. HYDERABAD. JAIPUR. KANPUR. PATNA. 
TRIVANDRUM. 



Printed at Arcee Press, New Delhi, India 



